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TAGS: ASEC 

SUBJECT: WALK-THRU METAL DETECTORS 

REF: (A) BONN 06218, (B) SY/OPS/T LETTER TO RSO BONN DTD 
20 SEP 77 

BONN FOR RSO; FRANKFURT FOR OIC/RTC, RSS; FROM SY/OPS/T, 
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1 . AS STATED IN REFERENCE B, USE OF STANDARD TYPE U. S. 
MANUFACTURED METAL DETECTORS, SOMETIMES CALLED MAG- 
NETOMETERS, DOES NOT REPEAT NOT PRESENT ANY DISCOVERABLE 
HEALTH PROBLEMS, PARTICULARLY WITH RESPECT TO POSSIBLE 
ADVERSE EFFECTS ON HEART PACEMAKER WEARERS. 
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2. ACCORDINGLY, NO SPECIAL HAZARD NOTICES OR SIGNS ARE 
DEEMED NECESSARY IN CONNECTION WITH INSTALLATIONS OF SUCH 
VISITOR SCREENING FACILITIES. 

3. WE WILL CONTINUE TO STUDY POTENTIAL CONCERNS IN THIS 
AREA AND WILL ADVISE YOU ACCORDINGLY. CHRISTOPHER 
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